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INVENTORY  REPORT  NO.  3 
Medical  material  and  Instruments 


The  following  Japanese  medical  material  and  instruments 
have  been  examined  and  found  to  be  of  no  Intelligence  value: 


201  * 

Filter,  with  hand  suction  pump,  in 
wooden  case,  104”  x  84”  x  8tf 

ea 

1 

202, 

Kit,  determination  of  blood  sedimentation 
rate,  in  wooden  case,  21n  x  Il4”  x  94” 

ea 

1 

203. 

Retractors,  abdominal,  large,  set  of  12, 
assorted  shapes,  in  wooden  case, 

19”  x  10i”  x  4" 

ea 

1 

204* 

Generator,  ozone,  President  M#  Nagao’s, 
in  wooden  case,  124”  x  104"  x  224” 

ea 

1 

205. 

Kymograph,  fixed  speed,  spring-driven, 
in  wooden  case,  20”  x  84”  x  134” 

ea 

1 

206. 

Sphygmopiezograph,  in  vrooden  case, 

8”  x  8"  x  7” 

ea 

1 

207. 

Pillow,  leather  covered,  14”  x  44”  x  44” 

ea 

1 

20S. 

Crate,  medical  supply,  substitute  type, 

24”  x  16”  x  16 

ea 

1 

209. 

Apparatus,  determination  of  CO  2  in  air, 
in  wooden  case,  12"  x  12”  x  18” 

ea 

1 

210  0 

Apparatus,  analysis  of  respiratory  gases, 
modified  Haldane- type,  in  wooden  case, 
17”  x  6”  x  324” 

ea 

1 

211. 

Ionometer,  Yamakoshi-type,  in  canvas- 
covered  box,  244”  x  94”  x  16” 

ea 

1 

212. 

Set,  bronchoscope  and  esophagoscope,  in 
wooden  box,  204'  x  13”  x  6” 

ea 

1 
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1 


Z 13. 

214. 

215. 

216. 

217. 

218. 

219, 

220. 
221. 
222. 

223. 

224. 

225. 

226. 

227. 

228. 

229. 

230. 

231. 


Chest,  laboratory.,  for  preparation  of 

microscope  slides ,  19'*  x  11-g:"  x  9in  ea 

Kit,  capsule-making,  in  case, 

12  7/8"  x  9  3/4"  x  4i"  ea 

Pipettes,  syringe  pump,  set  of  three,  in 
wooden  box,  14  3/4"  x  4i"  x  1  3/4"  ea 

Forceps,  dental,  extracting,  assorted,  7n  ea 

Kit,  eye  drooper,  in  metal  case* 

4»  x  &  x  1  1/8"  ea 


Chest,  laboratory o  hygienic, 

17"  x  14*  x  12"  ea 

Barometer,  mercury,  in  leather  case  ea 

Ladle,  dental  ea 

Burner,  gasoline,  9"  x  8"  x  9"  ea 

Can,  gasoline,  galvanized  iron, 

ll£"  x  ll£"  x  13"  ea 

Camera,  microscope  accessories  for, 

incomplete  ea 

Apparatus,  depth  perception,  incomplete  ea 

Kit,  cups  for  treating  congestion  of  the 
blood,  14i"  x  9"  x  9"  ea 

Scales,  field,  in  canvas  case,  21"  ea 

Apparatus,  visual  examination,  mechanical, 
in  wooden  case,  12  x  9  x  ea 

Blowtorch,  gasoline,  small  ea 

Bandage,  pneumatic,  for  relieving  conges¬ 
tion  of  blood,  in  cardboard  box, 

3-4"  x  7t”  x  1  3/4"  ea 


Stand,  burette,  stainless  steel,  with 

spare  clamps  ea 

Gastrograph,  in  wooden  case,  8  3/4"  x 
8  3/4  x  12" 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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ea 


1 


232. 

Splint,  metal,  spring,  for  use  with 
plaster,  (Dr,  Kore's?) 

ea 

1 

233. 

Apparatus,  measurement  of  speed  of  vision 
in  imitation  .'Leather  case,  134'"  x 

131?  x  2-J* 

ea 

1 

234. 

Apparatus,  estimation  of  carbon  dioxide 
in  blood,  in  wooden  box,  25’  x  94"  x  74” 

ea 

1 

235. 

Kit,  E.  E.  N.  T. ,  large,  in  wooden  box, 
20i??  x  13i"  x  8v" 

ea 

1 

236. 

Kit,  veterinary,  first  aid  for  horses,  in 
wooden  box,  14x:’  x  12”  x  9n 

ea 

1 

237. 

Apparatus,  X-Ray,  accessaries  for,  in 
lead  lined  box,  19"  x  9  5/8“  x  17^' 

ea 

1 

238. 

Apparatus,  anesthesia,  high  pressure, 
Franken-type,  in  wooden  box,  incomplete, 

26”  x  134"  x  7” 

ea 

1 

239. 

Filter,  water,  bacterial,  field,  ishii- 
type,  in  metal  box,  with  pump,  20  3/4"  x 
9h"  X  6  3/4" 

ea 

1 

240. 

Manometer,  mercury,  low-pressure,  in 
wooden  case,  13:t  x  8-gr1’  x  4  3/4" 

ea 

1 

241. 

Generator,  oxygen,  in  wooden  case,  94”  x 
84"  x  13" 

ea 

1 

242. 

Box,  film  drying,  X-Ray,  aluminum  alloy, 

22”  x  144"  x  9  3/4" 

ea 

1 

243. 

Table,  dissecting,  laboratory,  animal, 

30"  x  7”  x  3" 

ea 

1 

244.. 

Tube,  X-Ray,  11  assorted  types 

ea 

1 

245. 

Tube,  infra-red,  in  crate  and  protective 
frame,  24"  x  24"  x  24" 

ea 

1 

246. 

Set,  film  marking,  lead,  in  imitation 
leather  case,  12”  x  7  3/4"  x  2” 

ea 

1 

247. 

Generator,  ozone,  in  wooden  box,  21”  x 

8”  x  16” 

ea 

1 

-  3  - 


X 


1 


24£ 


Steriliser a 


charcoal  er  alcohol,  16” 


249*  Kitv  accessories  f.rc  rnotor  generator,; 

X  Rajr?  in  wc  ocen  cox,  x  iv'  x  7*§*J 

25 0.  F lucres eope,  for  35  MM  camera5  72”  x 
36"  x  .30'' 


ea 


ea  1 


ea  1 


251*  Platform,  variable  tilt,  purpose  unde- 

termined  ea  1 

252 6  X-Ray  control  unit,  in  metal  box,  12"  x 

B«  x  14"  ea  1 

253 o  Battery,  storage,  tor  X-Ray  apparatus, 

13*  x  31”  x  1C”  ‘  ea  1 


254- 

Resuscitator,  oxygen ^  substitute”’ type , 
in  wooden  case,  15fn  x  28”  x  Tj8* 

ea 

1 

255. 

Lenses,  test,  set  of  216,  incomplete,  in 
wooden  case,  22”  x  13”  x  2  3/4” 

ea 

1 

256. 

Balance,  torsicn,  500  mg,  in  vzooden  case, 
10  3/4”  x  9”  x20” 

ea 

1 

257. 

Shelter,  patients,  rubberized,  collapsible 

? 

field,  with  radiator  and  blowtorch 
heater,  (experimental,  discarded  as  im- 
practicle  by  Japanese  Army  medical  col¬ 
lege)  ,  55”  x  89"  x  42” 

ea 

1 

258. 

Frame,  blanket-supporting,  20”x  21^”x  12” 

ea 

1 

259. 

Cover,  litter,  waterproof,  with  Geneva 
marking 

ea 

1 

260. 

Bag,  rubber,  vet.,  for  collection  of 
urine 

ea 

1 

26-U 

Syringe,  vet* ,  in  chrome  plated  box, 

4JLn  -/  -a  Jut  -y-  pJjfi 
-v  '2  x.  <-2 

ea 

1 

262. 

Balanoe,  folding,  very  small,  in  wooden 
case,  6  3/4  x  l-g4,  x  4" 

ea 

1 

263o 

Reservoir,  for  clysterizing,  rubberized 
canvas,  eollaspisable,  vet. 

ea 

1 

“  4  *“ 


264. 

Kit,  automatic  syringe,  vet.,  in  wooden 
case,  8”  x  4lrn  x  2” 

ea 

1 

265. 

Kit,  clysterisi ng5  vet.,  in  cloth  pouch, 

7"  x  S&*  x  1” 

ea 

1 

266. 

Kit,  clysterizing,  vet*,  in  cloth  pouch, 

7n  x  8^?  x  1" 

ea 

1 

267. 

Kit,  examination  for  carbuncles,  vet., 
in  imitation  leather  case,  8”x  6nx  2  3/4” 

1  ea 

1 

268* 

Kit,  examination  for  carbuncles,  vet., 
in  leather  case,  7g-”  x  6"  x  2  3/4” 

ea 

1 

269. 

Microtome,  automatic,  vet.,  incomplete, 
without  case 

ea 

1 

270. 

Microtome,  automatic,  vet.,  in  wooden 
box,  14  3/4"  x  7  3/4"  x  8  3/4" 

ea 

1 

271. 

Kit,  detection  of  poison  in  water,  vet., 

8  5/8"  x  6”  x  2  1/8" 

ea 

1 

272. 

Kit,  color  comparison,  vet,  in  wooden  box, 
incomplete,  9  3/4"  x  4  3^4"  x  5‘gJ! 

ea 

1 

273. 

Kit,  examination  for  pregnancy  of  horses, 
in  wooden  case,  20§-Mx  94"x  2jfl 

ea 

1 

274. 

Castrator,  for  horses,  in  wooden  case, 

6"x  5T,x  20i” 

ea 

1 

275  o 

Vulcanizer,  vet. 

ea 

1 

276. 

Shield,  X-Ray,  groin,  lead-impregnated 
rubber 

ea 

1 

277. 

X-Ray  control  unit,  vet.,  with  timer, 
wiring  and  ground  electrode 

ea 

1 

278. 

X-Ray,  casette,  vet.,  in  adjustable  rack, 
10n  x  7|” 

ea 

1 

279. 

Board,  cutting,  ruled,  12”x  I8”x  12” 

ea 

1 

280. 

Flask,  graduated,  in  pyramidal  case,  9i"x 
9i"x  20” 

ea 

1 

-  5  - 


281.  Lamp,  electric,,  portable,  vet*,,  in  metal 

case,  4lr"  x  li:i  x  4/j:  ea 

282.  Bucket,  collapsable,  vet0?  calibrated, 

rubber,  12"  x  12"  x  12?t  ea 

283.  Kit,  foi  preperation  of  microscopic 

slides,  vet,,  in  wooden  case,  14"  x 
7  3/4"  x  ea 

284 o  Mask,  oxygen,  for  military  dog,  in 

wooden  case,  3i>*1  x  5  3/4"  x  6:'r  ea 

285,  Kit:  vet0)  exarni nation  for  pregnancy  of 

horses,  in  wooden  case,  12-!x  3  3/4 "x  l/"  ea 


2S6.  Kit,  examination  of  charban,  vet ^ ,  in 

wooden  case,  13/" x  9£nx  3  3/4"  ea 

287  c  Kit,  trephining  instruments,  vetc,  in 

wooden  case,  12/-"  x  9  3/4"  x  2-g-"  ea 

288,  Kit,  for  preperaticn  of  microscopic 

slides,  vetc,  in  wooden  case  111?"  x 

7"  x  5  3/4"  ea 

289 «  Kit,  for  preperation  of  microscopic- 

slides,  vetr ,  in  wooden  case,  14"  x 
7  3/4"  x  5g"  ea 

290,  Syringe,  glass,  10  cc,  1914  model,  in 

wooden  case,  5/*'  x  i-g"  x  1"  ea 

291e  Lantern,  folding,  for  candle,  vet,  ea 

292 *  Lantern,  surgical,  for  candle,  vet*,  ea 

293o  Brace,  vet,,  fcr  opening  horses  mcuth, 

vetfl ,  with  leather  straps  ea 

294*-  Lamp,  infa-red,  with  stand,  72"  ea 

295u  Apparatus,  printing,  enlarging,  in  crate, 

52"  x  30"  x  24J  ea 

290 <  Speculum.,  vaginal,  for  horses  ea 

297,  Syringe.;.  vet0,  60  cc,  with  two  way  stop 


cock,  in  wooden  box,  9  5/8"x  5t"x  2  1/8"  ea 


1 

1 

1 

1 

1 

1 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


-  6 


ea 


298.  Forceps,  castrator,  veto,  four  in  wooden 

box,  I3?,n  x  6n  x  3j?t 

299.  Cutter,  veto  ea 

300.  Kit,  disecting,  vet„,  for  large  animals, 

in  wooden  box,  24tfI  x  8  3/4n  x  2-jr*  ea 


* 


